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CONFIDENTIAL 

PAGE 01 BONN 08819 241517Z 

70 

ACTION OC-05 

INFO OCT-01 CCO-OO ISO-OO OCL-OO /006 W 

050032 

R 241515Z MAY 76 
FM AMEMBASSY BONN 
TO AMEMBASSY MADRID 
INFO SECSTATE WASHDC 9130 
AMEMBASSY LONDON 

CONFIDENTIAL BONN 08819 

FROM RCO 

LONDON FOR ATO 

1 . RCO WAS QUERIED INFORMALLY BY EMBASSY AS TO 
ADVISEABILITY OF OBTAINING HOST GOVERNMENT APPROVAL RE 
EMPLACEMENT AND OPERATION SKYLINK. RCO EMPHASIZED 
THAT EMBASSY WAS THE MOST QUALIFIED TO ASSESS LIKELY GOS 
REACTION TO THE SKYLINK OPERATION (IT CERTAINLY COULDN'T 
BE DISGUISED). EMBASSY REFLECTED SERIOUS RESERVATIONS 
CONCERNING ACTIVATION OF H.F. BACK-UP, EVEN FOR SHORT 
TESTS AND SHOWED GROWING CONCERN RE SKYLINK OPERATION. 

2. IT IS REITERATED THAT EMBASSY ASSESSMENT OF HOST 
GOVERNMENT REACTION TO UNAPPROVED SKYLINK OPERATION 
AND ADVISEABILITY OF SEEKING APPROVAL (DE FACTO OR 
FORMAL) SHOULD BE PRIMARY FACTOR COURSE OF ACTION THIS 
REGARD. 

HILLENBRAND 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SKYLINK, RADIO BROADCASTING, GOVERNMENT REACTIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 24 MAY 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ShawDG 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BONN08819 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 

Enclosure: DC ADJUSTED PER BONN 9587 
Executive Order: GS 
Errors: N/A 

Film Number: D760201-0609 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760522/aaaaasnv.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 APR 2004 by BoyleJA>; APPROVED <16 AUG 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SKYLINK INSTALLATION - MADRID 
TAGS: ACOM, PFOR, SP 
To: MADRID 
Type: TE 
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